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STATE  OF  INDIANA  -  COUNTY  OF  MONROE 

Section  Five  (5) _ ,  Township  10  North _ ,  Range  i  west-. _ 

Monument  Description  &  Remarks:  Found  l"  pipe  at  ne  Corner  of  mw  1/4  of 
SW  1/4.  Corner  witnessed  7/22/87. 


State  of  Indiana 
County  of  Monroe 


— MjL.c h a e  1  W.  Fri.le.y,  Cminfy  Surveyor _ '  hereby  certify 

that  this  document  was  prepared  under  my  direction  in 
accordance  with  the  provisions  of  Section  17-3-64-4 
through  17-3-64-8  of  the  Indiana  Code,  being  Acts  of  1965, 
Chapter  319;  and  the  above  data  is  given  under  my  hand  and 
seal  this  6th  day  of  Ootnher _ ,  19  q 3  A. D . 
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/ION  5,  T  10  N,  R  1  W  cont.  ) 


M-M 


jn  April  30,  1987,  I  flagged  with  the  staff  compass  from  the  hub 
located  from  Section  4  notes  west  to  thfe  corner  (NW  corner 

SE%,  SE%)  .  This  line  was  adjusted  between  the  stones  and  the  ' 
hub  to  approx,  the  corner.  Also,  the  5  /£d;re  piece  was  laid  out 
— W  &  N  lines  flagged. 


On  May  6 , 
NE%,  SW^; , 
Baugh  line 


1987,  I  reconned  the  north  line  with  Bob  Vollmer  (N  line 
SEC  5) .  For  a  survey  to  be  conducted  on  the  Horace 
(started  5/6/87).  r  \ 


Davi 


er  Specialist 


On  July  22,  1987,  I  painted  in  the  surveyed  lines  of  the  following: 
N  &  W  lines  of  the  east  \  of  the  NW%,  SW%  (10  acres).  Boundary 
signs  were  placed  at  turning  cornersand  where  SFP  were  driven  on 
line.  The  monument  at  the  NW  corner  was  witnessed  as  follows 
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Also,  the  S  line  of  the  10  acre  piece  was  reflagged  as  well  as  the 
S  line  of  the  NE%,  SW %  was  reflagged  a/fitf  is  ready/  to  be  painted  in, 

hjCLv^^-  vfdh'iS 

David  Vadas ,  Timber  Specialist 


